Fir© Proof 
Air-Conditioned 


Tile Showers 
Sound Proof 


The PIONEER MOTEL 


*Ultimate in Modern Comfort* 

Free T. V. 

24 Hours Continuous Hecrt and Hot Water 
ROUTE 66 AT NORTH 66 BY-PASS 
Phone: 8-2010 - 4321 PEORIA ROAD 

SPRINGFIELD, ILLINOIS 


APPROVED 



INN 


I 


•CU RTEICHCOLOR REPRODUCTION FROM KODACHROME OR EKTACH ROM E ORIGINAL- 


PLACE 


STAMP 

HERE 


4C-K349 







